**************** 




Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



IS 14943-2 (2001) : Financial Transaction Card Originated 
Messages - Interchange Message Specifications, Part 2: 
Application and Registration Procedures for Institution 
Identification Codes (IIC) [MSD 7: Banking and Financial 
services] 



aj^&vf ijn^s^yjis^ i s:>&^ nT¥seg 



:<>5&i|U iT'5K^5?::5:^>^i»l 



K^^^iXSVCd^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



IS 14943 (Part 2): 2001 
180 8583-2:1998 

Indian Standard 

FINANCIAL TRANSACTION CARD 

ORIGINATED MESSAGES — INTERCHANGE 

MESSAGE SPECIFICATIONS 

PART 2 APPLICATION AND REGISTRATION PROCEDURES FOR 
INSTITUTION IDENTIFICATION CODES (IIC) 



ICS 35.240.15 



© BIS 2001 

B U R E AU OF I NDI AN STAN D ARDS 

MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 

March 2001 

Price Group 3 



Banking and Financial Services Sectional Committee, MSD 7 



NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 8583-2 : 1998 'Financial transaction card originated 
messages — Interchange message specifications — Part 2 : Application and registration procedures 
for Institution identification Codes (IIC)' issued by the International Organization for Standardization 
(ISO) was adopted by the Bureau of Indian Standards on the recommendation of the Banking and 
Financial Services Sectional Committee (MSD 7) and approval of the Management and Systems 
Division Council. 

The text of the International Standard has been approved as suitable for publication as an Indian 
Standard without deviations. Certain conventions are, however, not identical to those used in Indian 
Standards. Attention is particularly drawn to the following: 

Wherever the words 'International Standard" appear referring to this standard, they should be 
read as 'Indian Standard'. 

In the adopted standard, normative references appear to an International Standard for which Indian 
Standard also exists. The corresponding Indian Standard which is to be substituted in its place is 
given below along with its degree of equivalence for the edition indicated: 

International Corresponding Degree of 

Standard Indian Standard Equivalence 

ISO 8583-3: 1998 IS 14943 (Part 3) : 2001/ISO 8583-3:1998 Identical 

Financial transaction card originated messages — 
Interchange message specifications — Part 3: 
Maintenance procedures for codes 

In the adopted standard normative references also appear to the following International Standards for 
which no Indian Standards exist: 

ISO 8583: 1993 Financial card ohginated messages — Interchange message 

specifications 
ISO/IEC 7812-1:1993 Identification cards — Identification of issuers — Part 1: 

Numbering system 

(In the adopted standard the designation of this International 

Standard has been indicated as ISO 7812-1:1993) 
ISO/IEC 7812-2 : 1993 Identification cards — Identification of issuers — Part 2: 

Application and registration procedures 

(In the adopted standard the designation of this International 

Standard has been indicated as ISO 7812-2:1993) 

The technical committee responsible for the preparation of this standard has reviewed the provisions 
of the above referred standards and has decided that they are acceptable for use in conjunction with 
this standard. 

The earlier version of the standards ISO/IEC 7812-1 and ISO/IEC 7812-2 had been adopted as the 
following Indian Standard: 

IS 14173 : 1994/ Identification cards — Numbering system and registration 

ISO 781 2 : 1 987 procedure for issuer identifier 

The International Standard ISO 8583 consists of three parts and Part 1 is currently published as 
ISO 8583 : 1993. The Parts 2 and 3 have been adopted as Indian Standards and the Part 1 is under 
consideration for adoption as Indian Standard. 

Annex A of this standard is for information only. 



IS 14943 ( Part 2 ) : 2001 
ISO 8583-2 : 1998 



Contents 



Page 



1 Scope 1 

2 Normative references 1 

3 Terms and definitions 1 

4 Application and registration procedures 2 

4.1 Application procedure for assignment of an IIC 2 

4.2 Criteria for approval of an application for an IIC 2 

4.3 Criteria for rejection of an application for an IIC 2 

5 Appeal process 2 

5.1 Appeal bodies 2 

5.2 Information to be provided 3 

6 Sponsoring Authorities 3 

6.1 Eligibility to become a Sponsoring Authority 3 

6-2 Responsibilities 3 

7 Registration and Maintenance Management Group (RMMG) ... 3 

7.1 Constitution 3 

7.2 Responsibilities 4 

7.3 Voting procedures 4 

8 The register of institution Identification Codes (IIC) 4 

8.1 Publication and availability... 4 

8.2 Contents 4 

9 Registration Authority 5 

9.1 Appointment 5 

9.2 Resignation 5 

9.3 Responsibilities 5 

9.3.1 General 5 

9.3.2 Responsibilities to applicants applying for an IIC 5 

Annex 

A (Informative) Application for institution Identification Code 6 



(i) 



IS 14943 ( Part 2 ) : 2001 
ISO 8583-2 : 1998 



Indian Standard 

FINANCIAL TRANSACTION CARD 

ORIGINATED MESSAGES — INTERCHANGE 

MESSAGE SPECIFICATIONS 

PART 2 APPLICATION AND REGISTRATION PROCEDURES FOR 
INSTITUTION IDENTIFICATION CODES (IIC) 



1 Scope 

This part o1 ISO 8583 describes the application and registration procedure for Institution Identification Codes (IIC), 
in accordance with ISO 8583 (will beconne ISO 8583-1 at next revision). 

ISO 8583 specifies a numbering system for institution identification codes for institutions which do not qualify for an 
ISO 7812 issuer identification number. 

2 Normative references 

The following standards contain provisions which, through reference in this text, constitute provisions of this part of 
ISO 8583. At the time of publication, the editions indicated were valid. All standards are subject to revision, and 
parties to agreements based on this part of ISO 8583 are encouraged to investigate the possibility of applying the 
most recent editions of the standards indicated below. Members of lEC and ISO maintain registers of currently valid 
International Standards. 

ISO 8583:1993, Financial transaction card originated messages — Interchange message specifications. 

ISO 8583-3:1998, Financial transaction card originated messages — Interchange message specifications — Part 3: 
Maintenance procedures for codes. 

ISO 781 2-1 :1 993, Identification cards — Identification of issuers — Part 1: Numbering system. 

ISO 781 2-2:1 993, Identification cards — Identification of issuers — Part 2: Application and registration procedures. 

3 Terms and definitions 

For the purposes of this part of ISO 8583, the terms and definitions given in ISO 8583 (part 1) and the following 
apply. 

3.1 

institution identification code 

unique number assigned to an institution participating in financial card originated message interchange 

3.2 

registration autliority 

entity under the authority of the ISO Council designated to allocate institution identification codes and maintain the 
register of those codes 

3,3 

registration and maintenance management group (RMIVIG) 

the group responsible for the registration of institution identification codes and the maintenance of the other codes 
defined in ISO 8583 
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4 Application and registration procedures 

4.1 Application procedure for assignment of an IIC 

The institution shall apply to its national standards body, or in absence of a national standards body, to the 
secretariat of the ISO/TC 68/SC 6 Standard, for the assignn^ent of an ilC, using the form shown in annex A. 
Application forms are also available on request from the Registration Authority, and the secretariat of 
ISO/TC 68/SC 6. The national standards body or the secretariat of ISO/TC 68/SC 6 then acts as the "Sponsoring 
Authority" with respect to the application. 

4.2 Criteria for approval of an application for an IIC 

Applications for an IIC shall meet all the criteria for approval, and shall not be subject to any of the rejection criteria, 
as listed in 4.3. 

The criteria for approval are: 

a) the applicant applying for an IIC shall not already have an IIC assigned to it in its own right; 

b) the IIC shall be for immediate use, e.g. within 12 months of the date of issue of the IIC; 

c) the ilC being issued shall be for use in an interchange environment; 

d) the applicant shall be a single corporate entity operating under a specific legislative regulation. 

4.3 Criteria for rejection of an application for an IIC 

An application for an IIC shall be rejected by the Sponsoring Authority or the members of the Registration and 
Maintenance Management Group (RMMG) when any one of the following conditions exist: 

a) the applicant has previously been assigned an IIC in its own right arid is still utilizing it; 

b) the applicant has requested a specific number; 

c) the applicant has made a request which is outside the scope of this part of ISO 8583. 

5 Appeal process 

5.1 Appeal bodies 

Where an application has been rejected by a Sponsoring Authority, the applicant may appeal tv^ the secretariat of 
the RMMG, Where an application has been rejected by the RMMG, the applicant may appeal to ISO through the 
secretariat of ISO/TC 68/SC 6. Applicants may submit for appeal, applications that have been rejected by 
ISO/TC 68/SC 6 to the ISO Central Secretariat. 

Appeal against rejection of an application shall be lodged with the appropriate body within 90 days of the date of the 
tetter of rejection. 

5.2 information to be provided 

Where an application for an IIC has been rejected, the following information shall be provided by the applicant to the 
relevant appeal body in support of the appeal: 

a) statement for which rejection is disputed and why the applicant believes that the rejected application fulfills the 
criteria for acceptance; 

b) statement of special circumstances whereby a specific requirement of the rejected application can be met. 
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6 Sponsoring Authorities 

A Sponsoring Authority is a body authorized by the Subcommittee responsible for administering an ISO numbering 
system, (in this case ISO/IEC JTC 1/SC 17) to receive, process and approve applications for IINs submitted in 
accordance with ISO/IEC 7812. 

6.1 Eligibility to become a Sponsoring Authority 

The following bodies may act as Sponsoring Authorities in processing applications for an HC: 

a) any national member body of ISO (or agent appointed to act for its national member body); 

b) ISO/rC 68/SC 6; 

c) any group within TC 68/SC 6 appointed for purposes concerning the institution identification code. 

6.2 Responsibilities 

The responsibilities of a Sponsoring Authority shall be: 

a) to fully comply with the ISO 8583 procedure for applications for IIC and ensure that the applicant uses ISO 8583 
(parti); 

b) to process, within 30 days of receipt of the request, applications for ilCs from within their countries or areas of 
responsibility; 

c) to notify the applicant in writing, within 30 days of receipt of the application, as to the disposition of their 

application; 

d) to forward to the Registration Authority those sponsored requests for IICs that it is satisfied shall be used for the 
purposes described in this part of ISO 8583 and that meet the approval criteria in 4.2; 

e) to respond to general enquiries covering this part of ISO 8583. 



7 Registration and l\/laintenance Management Group (RMMG) 

7.1 Constitution 

In order to effectively manage the IIC for the identification of institutions, TC 68/SC 6 has established an RMMG, 
which is empowered to act on its behalf. 

The RMMG shall be made up of: 

a) a representative of the Registration Authority, who shall be a non-voting member of the RMMG and shall be 
expected to attend all meetings; 

b) the convener; 

c) the secretariat. 

In addition, each member of ISO/TC 68/SC 6 is entitled to nominate one delegate and one alternate to the RMMG. 
The alternate may attend all meetings, but is entitled to vote only in the absence of the principal delegate. 
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7.2 Responsibilities 

The responsibilities o1 the RMMG shall be: 

a) to approve the report on the cost recovery schenne from the Registration Authority; 

b) to monitor the Sponsoring Authorities to ensure that they comply with the criteria laid down within this part of 
ISO 8583: 

c) to respond to all requests for guidance from the Registration Authority within 60 days of the date of request; 

d) to review annually the register of IICs; 

e) to report its activities to each meeting of ISO/TC 68/SC 6; and 

f) to hear appeals of applications rejected by Sponsoring Authorities. 

7.3 Voting procedures 

Any specific request outside the scope of this part of ISO 8583 that has been fo.nwarded to the RMMG by a 
Sponsoring Authority may be dealt with either by voting at a meeting or by postal baflot. The RMMG may approve 
this assignment by a majority ol five voting members of the RMMG in a postal ballot or at a meeting. 

By unanimous approval of the RMMG (with at least five members voting) either by postal ballot or by voting at a 
meeting, the RMMG may approve the assignment of more than ten consecutive numbers. 

Where a postal ballot has failed, the request shall be referred to a meeting. If the RMMG cannot resolve the failed 
ballot at a meeting, the matter shall be referred to ISO/TC 68/SC 6. 

8 The register of Institution Identification Codes (IIC) 

8.1 Publication and availability 

The Registration Authority shall maintain a database of information taken directly from the application form. 
Information in the database shall be considered confidential. 

Based on the information contained in this database, the Registration Authority shall publish a register of Institution 
Identification Codes. The register shall be published in both numerical and alphabetical order. 

The register of Institution Identification Codes is not a publicly available document. It is available free of charge to 
the members of the RMMG. It is available at a charge to Sponsoring Authorities and IIC holders. 

8.2 Contents 

The register of Institution Identification Codes shall contain the following information: 

a) name of organization; 

b) address as indicated on the application form; 

c) IIC assigned to the institution by the Registration Authority. 

The institution is responsible for advising the Registration Authority of any changes to information held within the 
database. 
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9 Registration Authority 

9.1 Appointment 

One oi the members of ISO/TC 68/SC 6, or any approved body, shall be appointed to act as the Registration 
Authority under legal agreement with ISO in accordance with ISO Directives annex H. The current ISO 8583 
Registration Authority's address is: 

American Bankers Association 

ISO 8583 Registrar 

1 1 20 Connecticut Ave NW 

WASHINGTON, DC 20036 

USA 

9.2 Resignation 

If a Registration Authority finds it necessary to resign, six months' notice shall be given to the ISO Central 
Secretariat and the secretariat of ISO/TC 68/SC 6. The secretariat of ISO/TC 68/SC 6 shall notify the RMMG and 
initiate a search for a new Registration Authority. If a new Registration Authority cannot be found within six months, 
the ISO/TC 68/SC 6 secretariat shall assume the responsibilities of the Registration Authority on a temporary basis 
until a replacement is found. 

9.3 Responsibilities 

9.3.1 General 

The responsibilities of the Registration Authority shall be: 

a) to maintain the database of institution identification codes; 

b) to submit a copy of the ISO register of Institution Identification Codes annually to the Secretariat of 
ISO/TC 68/SC 6 and to the RMMG; 

c) to submit activity reports for review to each meeting of the RMMG, a Summary of the Register of Issued 
Numbers Report, and a Registration Management Report. These reports shall be sent to the secretariat of the 
RMMG two months prior to a meeting; 

d) to retain as a permanent record copies of all applications, along with the disposition of each application. 

9.3.2 Responsibilities to applicants applying for an V.Z 

The responsibilities of the Registration Authority to applicants applying for an IIC shall be: 

a) where applications fulfill the criteria set out in 4.2 to allocate one number, notify the Sponsoring Authority or the 
secretariat of ISO/TC 68/SC 6 as appropriate, in writing, within 30 days of receipt of the application, as to the 
number assignment; 

b) to assign the next available number to the applicant and to forward the completed application form to the 
Sponsoring Authority, within 30 days of receipt of the sponsored application; 

c) where an application is referred to the RMMG, the Registration Authority shall notify the applicant, in writing, that 
a reply may not be received within the usual time-frame, and the reason for referring the application to the RMMG. 
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Annex A 

(informative) 

Application for Institution Identification Code 



This application is submitted in accordance with International Standard ISO 8583, Financial transaction card 
originated messages - Interchange message specifications. 

Date of Application: Sponsoring Authority: 

institution name: 

Address to be registered (maximum two lines, 30 characters per line) 

Principal contact in institution: 

Telephone number: 

Fax/telex number: 

Address for correspondence/billing : 

Address to return application: 

Anticipated first use: 

Checi< institution Identification code data elements applicable: 

Acquiring Authorizing Forwarding Receiving 

Settlement Transaction Destination Transaction Originator 

To be completed by ISO 8583 Registration Authority 

Application approved by: 

Date: Signature: 

Identification Code or other action taken: 

RETURN TO: American Bankers Association 

c/o ASC X9 Secretariat 
11 20 Connecticut Ave NW 
WASHINGTON DC 20036 
USA 
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